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itself at the very beginning.   When the ship arrived at
West Greenland, where the climb up to the inland ice

DIAGRAM OF  THE  'EISMTTTE5   STATION
A tower was built of blocks of ice, on which the measuring instruments were set.
At T is a theodolite for balloon observations. Behind a sheltering wall is the way
down into the ice-hole. At the foot of the steps there is on the left a big store-room
P where the provisions are stowed. On the right, at U, is the living-room where the
three men lived throughout the whiter. On a shelf of ice one of the men can be
seen lying in his sleeping-bag. The other two slept one on each side of the table, on
which food was cooked over a primus; the home-made lamp was lit for a few hours
daily. A shaft leads deeper into the ice, where scientific investigations were carried
out. L is an airshaft. The place was a little more complicated than this, how-
ever, and contained some smaller rooms not shown in this diagram, including the
one in which the gas for filling the balloon was produced.
was to begin, the fjord-ice had not yet disappeared; yet
on the other hand, the warm fohn winds had made it too
uncertain to be used as a thoroughfare. The steep climb
up to the first plateau at 3,500 feet, which had been
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